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POWER DOOR LOCK CONTROL SYSTEM 
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PRECAUTION 

1. NOTICES FOR REMOVAL AND INSTALLATION OPERATION 

(a) When performing operation related to the door lock system and door lock key cylinder, be sure to dis¬ 
connect the battery terminal or the connector of the window regulator motor. 

CAUTION: 

Operation is performed with the connectors being connected, the door control switch inside the door 
lock might be activated, which results in unexpected injury. 
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